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Cambridge/Alpine Tri Vision Sign 

PCS# 66921 
14’Hk71'Wx8U 

Primary Trade Channel: Mega Volume Outlets 
One ey€-:£!oni.ng with 3 changing images 



Cambridge Menu Board 

POS# 86971 

241/2" Hx 171/2" Wx31/2D 
Primary Trade Channel: Convenience Stores 
Lighted rent! board v.'/di erasab'e day-glo craps 
highlights ycurcjstom messages 


-m 


j 

*«#£*■?« .-.-I . j 








Cambridge 200 Ctn 
Semi Permanent Display 

POSs 50553 

72" H x 26" W x 113/4'D 

Primary Trade Channel: Mega Volume Outlets 

Sturdy construction & Impactful graphics make this a solid 

sales perlorrreror your store 


Cambridge 3 Foot Mobil 
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Cambridge Indoor/Outdoor Banners (4 ieet) 

POS# 56966 
48" H x 24* W 

Primary Trade Channel; All Trace Classes 

Special weather resistant materials & wind slits make these banners as 

eriectiveoLtside as they are made 
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Cambridge Outdoor Banners (9 feet) 

POS# 65967 
1C8" H x 36" W 

Primary Trade Channel: All Trace Classes 

"he impactful size a rather resistant material with wind slits make ftis the 

ideal oulcoor tanner 




a* Mh.' — ^-lIF p J • 






Cambridge Pump Topper 


FOS# 51250 POS# 62564 

33'Hx33"Wx33"D 20'Hx36*W 

Primary Trade Channel: All Trade Classes Primary Trade Channel: Convenience Stores 

This hanging sign doesn't have a bad skie. Cfterinc total visfci ity Irorr, Special pricing 4 imagery at the gas pump are key to stare sates 

every ar.gte wish custom pricing areas 
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